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OTHER INFORMATION 


EMERGENCY FACEPLATE HEAT 

1. All Cygnus parachutes now have an automatically 
activated (upon ejection) battery duck to provide 
sufficient faceplate heat to keep the visor free 
of fog and ice during parachute descent. 
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